Hami Mahmoudi 


The Iranian child genius who was able to break the world record for hitting the ball in the age group under eight 
years of age and registered it in his name. Hami Mahmoudi was born in Tehran in 2011 and is also a Premier 
League football player. At the age of seven, he was able to hit the ball 867 times in 8 minutes and set the world 
record for hitting the ball in the under-eight age group. to be noticed by professional football clubs, including the 
Ajax Amsterdam football club in the Netherlands, and they officially invited him to participate in the training of this 


famous Dutch club. 
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